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Message Text 


UNCLASSIFIED 

PAGE 01 QUITO 08213 192316Z 
13 

ACTION ARA-10 

INFO OCT-01 ISO-OO EB-07 /018W 

052094 

R 192138Z NOV 76 
FM AMEMBASSY QUITO 
TO SECSTATE WASHDC 2302 
INFO USDOC WASHDC 

UNCLAS QUITO 8213 

E.O. 11652: N/A 
TAGS: BBAK, EC 

SUBJECT: REPLY TO TRADE INQUIRY - WATER LEVEL METERS 

TO: WATER CONTROL EQUIPMENT INC. 

C/O LOOSBROCK AND ASSSCIATES 
ATTN: MR. BRIMBLE 
HOUSTON, TEXAS 
TELEX # 762791 

REF: TELEX TO USEMBASSY NOV. 12 

M.A.P. DIRECTOR JAIME CARRION TOLD EMBOFF THAT PROJECT TO 
USE WELL WATER LEVEL METERS HAS BEEN SUSPENDED DUE TO FACT 
THAT MAJOR NEW WATER PROJECT NOW ON-LINE ELIMINATES NEED 
FOR MOST WELLS IN QUITO. UNTIL IT CAN BE DETERMINED WHICH. 

IF ANY, WELLS WILL BE KEPT IN OPERATION, NO WATER LEVEL 
METERS ARE TO BE PURCHASED. CARRION ALSO SAID HE HAD 
RECEIVED SEVERAL OFFERS AT LOWER PRICES THAN YOURS. 
AMERICAN EMBASSY 
QUITO. ECUADOR 
BLOOMFIELD 

NOTE BY OC/T:NOT PASSED ABOVE ADDRESSEE 
UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 19 NOV 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976QUITO08213 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760432-1025 
From: QUITO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19761 132/aaaabbmd.tel 

Line Count: 48 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: powellba 
Review Comment: n/a 
Review Content Flags: 

Review Date: 27 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <27 JUL 2004 by vandyklo; APPROVED <03 DEC 2004 by powellba> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: REPLY TO TRADE INQUIRY - WATER LEVEL METERS TO: WATER CONTROL EQUIPMENT INC. C/O LOOSBROCK AND ASSSCIATES 
TAGS: BBAK, EC 
To: STATE 
Type: TE 
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